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TWRCELYN  RURAL  DISTRICT  COUiTOIL 
ARMAL  REPORT 

19^1 


GENERAL  STATISTICS , 


Area  in  Acres  ...  ... 

Population  (Registrar  General^s  Mid,  1951  Est.) 
Rateable  Value  (on  31,3,51)  ...  ... 

Sum  represented  by  a Penny  Rate  (on  31.3.51)». 
No.  of  Rateable  Premises.  ... 


53,865 

8,410 

£27,549 

£110.11,10 

3,660 


VITAL  STATISTICS 


BiRTHS  (Actual  Occurrences ) 


, 

Male . 

Female  0 

Legitimate 

55 

73 

Illegitimate 

2 

3 

57 

76 

19^ 


Total . 

Ma_,le^ 

Female . 

Total 

128 

55 

52 

107 

5 

1 

2 

3 

133 

56 

54 

110 

The  Birth  Comparability  factor  is  1.16 . 
Birth  Rate  (Total) . 


Twrcelyn  = 13#06  (Crude) 

England  & Wales  = 15*5. 


STILLBIRTHS 


Male . 

Legitimate  0 

Illegitimate  0 


Female . 

3 

0 


Corrected  = 15.14 


Total . 

3 

0 


0 5 3 


Stillbirth  Rate  per  1,000  total  (live  and  still)  = 26,54 
Stillbirth  Rate  per  1,000  estimated  population  = 0,35 
England  & Wales  = 0,36 


Male . 
68 


Female . Total . 

53  121 
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Tlie  Death  Comparability  factor  is  0c76, 


Death  Rate  per  1,000  population  (Crude  Rate) 
Corrected  Rate . ... 

England  & Wales o ... 


= 14.58. 

= 10.92 
= 12.5  (1950 


11.6) 


ERI^AL  DEATiIS 

Nil. 


DSAIHS  UNDER  ONE.  YEAR  OF  AGE. 


Male . 

Female . 

Total_. 

Legitimate 

2 

1 

3 

Illegitimate 

0 

0 

0 

2 

X 

3 

Infant  Mortality  Rate 

England  & Wales 
Wales  Sa  Monmouthshire 
Anglesey 

per  1,000 
= 29*6 
= 35.5 
= 55.0 

live  births 

=»  27.27 


IRIDHR  4 j®E^. 

OF  AGE. 

Male . 

F^mpJ^ 

Tp,ta^ 

Legitimate 

2 

0 

2 

Illegitimate 

0 

0 

0 

2 

0 

2 

rasa 

zsr: 

srsa 

Neo-natal  Mortality  Rate  per 

1,000  live 

births 

Eng!J.8nd  & Wales  =18 « 8 

Anglesey  =28.0 


16.18 


CAUSES  OF  DEATH 


Tub-'^'-'culosis,  respiratory  ... 

L’r'‘  ant  neoplasm,  stomacn  ... 

M-j-_gnant  neoplasm,  lung  bronchus... 
tialignant  neoplasm,  breast  . . . 

Other  malignant  and  lymphatic  neoplasms 
Vascular  lesions  of  nervous  system.. 
Coronary  disease,  angina  ... 

Hyperuonsion  with  heart  disease 
Other  heart  disease  ... 

Other  circulatory  disease  ... 

Inf luenza  ...  ... 

Pneumonia  ...  ... 

Bronchitis  ...  ... 


Male . Female . 


2 

5 

1 

0 

5 

16 

7 

1 

6 
2 
1 
1 
0 


0 

2 

0 

1 

3 

11 

6 

1 

12 

2 

3 

2 

1 
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Causes  o^JDeath  (continued) . 

Other  diseases  of  respiratory  system 
Gastritis,  enteritis  and  diarrhoea 
Nephritis  and  nephrosis 
Hyperplasia  of  prostate  • • • 

Congenital  malformations  ••• 

Other  defined  and  ill-defined  diseases 
Motor  vehicle  accidents  ••• 

All  other  accidents 


Male , 

. . 5 

1 


# • -*• 

. * 0 

..  5 

..  4 

3 


Female . 

_ Q -- 
1 
2 
0 
1 

5 

0 

0 


TOTAL 


68 

=3E9 


Prevention  and  Control  of  Infectious  Dise_9S_^ 
"^Vtif iaOTe  ‘LTsVa ses  Texc  luding  tuberc.uio^jgj. 


1 } 
! DISFAS2S 

1-4  yrs  j 

j 

. „■  ■ . . y 

5-9  1 10-14  j 

- "•‘r  — 'T 

15-19  i 20-A4 

i 

45-64 ' 

65  & over  j 

L 

Scarlet  Fever 

5 i 

i 

i 

-y 

2 i 

- 

- 

Poliomyelitis 

2 

1 

1 

— 1 

1 1 - 

1 

- 

- 

- 

jleasles 

58 

61 

1 

8 ' 

1 

6 

Pneumonid 

7 

. 

2 

1 

5 

9 

15 

Erysipelas 

- 

- 

l 

- 

1 

1 

8 a...g--s  ' ~ 

?7hooping  Cougl: 

r% & -i  . r 

26 

L S .:*-r:S' 

22 

i .•  ' a*  *? 

2 

1 

1, : 

VACC  MATJP2^_Ai^_, 

Lnmunisa  tjLon  ,,^.ainsi:  Diphthpri  a 


0-4  years  **1 

5-15 

TOTAL 

Pbl)' 1 W.TEmulr-" 
ation  1 ised. 

Popul- 

ation.. 

No  • Immun- 
ised . 

% 

PopLila*< 

tion. 

No , Immun- 
ised . 

/o 

64<  1 416 

1 

=s.'v;4i>c:u.  ~TJt  'r*  1 i A t 

64^ 

1,258 

1,170 

93.0 

1,960 

1,586 

g.— a 

85.6 

Vaco i.nat ions  against  Smallpox 

A total  of  106  children  ^were  vaccinated,  of  which  15 
were  re-vaccinations. 
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TWHCELYW  hJuAL  I^T  STRICT  COUNCIL 


Annual  Report  of  Sanitary 
Inspector  and  Building  Surveyor « 


Mr.  Chairman  and  Gentlemen, 

I heg  to  submit  my  report  for  the  year  1951 • 

I would  like  to  stress  the  necessity  for  pressing 
forward  V\dth  the  provision  of  sevirers  and  sevrnge  disposal 
schemes  for  the  larger  villages.  The  mains  v/ater  supply 
has  been  available  for  several  years  in  these  villages  and 
full  advantage  is  not  being  taken  of  this  amenity  because  of 
the  diffioiilty  of  disposal. 

I v/ish  to  take  the  opportunity  of  expressing  my 
thanks  to  the  Council,  the  Clerk  Mr.  John  Williams  and  the 
Medical  Officer  of  Health  Dr.  G.H. Browse  Roberts  for  their 
help  and  co-operation,  also  to  the  assistance  received  from 
other  members  of  the  Council's  staff. 

I have  the  honour  to  be 

Your  obedient  Servant, 


Sanitary  Inspector  & 
Building  Surveyor. 


^ist^  December  1953. 


Digitized  by  the  Internet  Archive 
in  2016  with  funding  from 
Wellcome  Library 


https://archive.org/details/b28880377 


Water  Supplies 
Mains  Supplies 

Cemaos  Bay  Water  Works s Villages  supplied  - Cemaes  Bay, 

Trogele  and  Llanfechell. 

new 

llo.  of /connections  during  year  = 22 
Total  number  of  properties  supplied  = l6l 
No.  of  Standposts  = 17 


Llanor chyme dd  ?/ater  Works 


Villages  supplied  - Llanorchymedd  and  pao?t  of  Rhodogeidio. 
No,  of  new  connections  during  year  = 2 
Total  No,  of  properties  supplied  - 55 

No.  of  Standposts  = 8 

Benllech  and  District  - 


Villages  supplied  - Benllech,  Red  Vifharf  Bay,  Llanbedrgocli 
Moelfre , 

No.  of  new  connootions  = 40 

Total  No.  of  properties  supplied  = 252 

No.  of  Standposts  = 14 

No.  of  visits  paid  to  Water  Y/orks  dirring  the  yecx  'was  8l. 


The  remainder  of  the  district  is  dependant  upon  public  and 
private  wells,  which  cannot  be  considered  satisfactory  as  mast  wells 
are  of  the  "Shallow"  type 

The  following  samples  wore  taken  for  Baxteriologica.! 
examina,tion  during  the  j'^oar. 


Satisfactory 

Unsatisfactory 

Main  supplies 

3 

Public  Wells 

4 

1 

Private  V/ells 

5 

3 

In  the  case  of  public  wells  which  showed  a.n  unsatisfactory 
sample,  work  v;as  ca..,ried  out  to  improve  the  v/ell  construction. 

Where  private  wells  were  involved  a,dvice  was  given  to  o\7ners 
carrying  out  protective  vrork. 

During  the  yea.r  95  visits  were  made  to  \7olls. 

Sewerage  and  Drain age 

Surveys  for  schemes  at  Cerana  Vika  atd  Llanor^-byhodd  > 

were  carried  out  las^/and  these  schemes  w'^ere  being 
submitted  to  the  various  authorities.  Surveys  for  Benllech  and 
Moelfre  schemes  v/ere  carried  out  during  the  year. 

The  Council  has  a cesspool  emptying  pump  and  the  refuse 
collection  vehicle  can  he  fitted  with  a tank  for  carrying  a,v7a,5''  the 
contents  of  cesspool.  This  service  is  available  to  householders 
for  which  a charge  is  made.  Daring  the  year  44  cesspools  on 
private  properties  wore  emptied  and  2U  on  Council  property. 

The  Council's  housing  sites  are  p3?ovided  viith  septic  tanks. 
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REif'JSK 


Refuse  is  oolleoted  from  all  parishes,  weekly  collections 
being  made  in  15  parishes  and  fortnightly  collections  in  5 pewishes. 

The  refuse  is  disposed  of  by  tipping  in  three  dumps* 

During  the  year  31  inspections  were  made  of  the  tips. 

CCMPLADTTS  MD  NUISANCES 

During  the  year  55  complaints  were  investigated  and  action 
was  taken  in  appropriate  oases.  Many  of  the  complaints  concerned 
CGSspools. 


CAMPING  SITES 


There  ore  21  licenced  camping  sites  in  the  district 
authorising  360  caravans. 

As  there  is  a long  coastline  to  the  district  there  is  a great 
attraction  for  caravans.  Tho  A-2  days  allowed  by  the  Public  Health 

Act  1936  is  resorted  to  many  making  complete  control  difficult. 

55  visits  were  pail  to  oaiavan  sites  during  the  year. 

HOJTCTG 

No.  of  now  houses  or acted  and  occupied  during  the  years - 


By  this  Authori  l,y 

41 

Llanbedxgooh 

9 

Tynygongl 

4 

Llanfechell 

6 

Penysarn 

8 

Tregaian 

4 

Talwrn 

4 

Hebron 

6 

By  private  enterprise 

6 

Total 

47 

The  total  number  of  houses  o\med  by  the  Council  at  31st. 
December  1951  is  152. 

Number  of  visits  t.<-  Oouncii  Housing  Sites  during  construction 
of  houses  - 70 

Number  of  visits  to  occupied  Council  Houses  = 193» 

FOOD  INSPECTION 

■ c-i;  q-.-ra 

Nuuaber  of  Manufacturers  4 

Number  of  Retailers  22 

35  samples  of  Ice  Cream  were  submitted  for  bacteriological 
examination  to  the  Public  Health  Laboratory,  Conway.  The  results 
are  classified  below?- 


Provisional  Grade  I 

10 

II 

3 

III 

14 

IV 

t) 


■ 1 • 


I 


d' 


9 


0 


■ 3 - 

One  manxifacturer  in  the  disheict  v/as  responsible  for  the 
high  mimber  in  grades  III  and  IV\  The  Medical  Officer  of  Health 
and  myself  paid  numerous  visits  to  these  premises.  Before  being 
able  to  get  to  the  root  of  the  trouble  the  manufacturing  season 
ended. 


POOD  STUFFS  COHDEMNSD 


The  Department  is  notified  v/hen  shops  and  individual  persons 
suspect  that  articles  of  food  are  unfit  for  human  consiimption. 

The  following  table  shows  the  food  stuffs  condemned. 


Article 


Non  preserved  lbs. 


Preserved  lbs. 


Meat 

116 

105 

Pish 

- 

4 

Milk 

— 

3 

Fruit 

- 

16 

Vegetables 

- 

12 

Miscellaneous 

- 

36 

P-0DF5T  CONTROL 

Until  March  Rodent  Control  xvork  was  carried  out  by  the  Joint 
Rodent  Committee  and  after  that  month  this  organisation  ceased  to 
exist. 


In  August  a full-time  Rodent  Operator  v/as  employed  by  the 
Council . 


The  following  is  a summary  of  the  v/ork  carried  out  during  the 

years  - 


Inspections 


Treatments 


Council  Properties 
Private  Dwellings 
Farms 

Business  Premises 


28 

569 

182 

33 


Total  812 


Council  Properties  9 
Private  Dwellings  II5 
Business  Premises  8 


Total  132 


Number  of  farms  found  to  be  infected  and  reported  to  the 
Anglesey  Agricul tura>  jCxcLutrve  Committee  Pests  Department  v/as  22. 


